To:  Rhea,  William[Rhea.William@epa.gov] 

Cc:  Loesel,  Matthew[loesel. matthew@epa.gov] 

From:  Webster,  Susan 

Sent:  Mon  8/1 0/2015  2:45:42  PM 

Subject:  Mike  Adams  Availability  for  REOC 


REOC  is  activated  for  the  Gold  King  Mine  Spill  and  we  would  like  have  2-3  hours  of  Mike 
Adams  time  if  possible  each  day  this  week.  More  time  today  and  tomorrow  for  asset 
tracker. . .Let  me  know  if  he  is  available,  tx 


Susan  Webster,  Chief 
Removal  Section 
Superfund  Division 
US  EPA  Region  6 
214.789.2667  (c) 
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